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Looking upstream (north) at left powerhouse location. The downstream 


coffer dam and outlet of the left diversion tunnel are aeop in this 
photograph. CIA-1G8Z0 


Looking approximately east at left powerhouse and 4 of the penstock tunnels. 
The downstream edge of the tow of Bhakra Dam is about where the shovel 
stands in the foreground of the photo... CIA 16 B205 


Looking upstream (north) showing upstream coffer dam and where the actual 
dam will be, The shovel seen in previous photo (No. 2) is seen in right 


portion of photo. CIA - (6820 
Shows the upstream coffer dam, and on the right side, the left diversion 
tunnel. CIA~ 108207 


The aggregate classification plant, located downstream from the dam site 
at the so-called 1,400 foot elevation. CIA“ 1eS2o8 


The conerete batching and mixing plant. The derrick boom seen next to the 
plant is 192 feet long. It is located in back of the oe age boom seen in 
foreground of photo No. 2. CiA-1EBL° 


Six cement silos of 5,000 barrels each. They are located downstream from 
the dam site, towards the Sutlej River from the classification plant. 
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INDIA PUNJAB BHAKRA 31 23 N 76 27 £ 
CONSTRUCTING BHAKRA DAM. CEMENT SILOS, WITH CAPACITY of 5,000 BARRELS EACH, 


LOCATED TOWARD SUTLEJ RIVER FROM AGGREGATE CLASSIFICATION PLANT. Mar. 1955, 
_ oar CIA 168210 


INDIA PUNJAB BHAKRA 31 29 N fom aes _ 
ATCHING AND MIXING PLANT. Marco 1°55. 
ICT ING BHAKRA DAM. CONCRETE BAT Bia. 168209 
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INDIA PUNJAB BHAKRA 31 23.N 76 27 & 
CONSTRUCTING BHAKRA DAM. AGGREGATE CLASSIFICATION PLANT, LOCATED DOWNSTREAM 


FROM DAM SITE ON RIGHT BANK OF SUTLEU River. Marcu 1995. 
id CIA 168208 


INDIA PUNJAB BHAKRA 31 23. N 76 27 £ 
BHAKRA Dam. UPSTREAM COFFER DAM, WITH ENTRANCE TO LEFT DIVERSION TUNNE 


AT RIGHT. MarcH 1955. queens ets CIA 168207 
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INDIA PUNJAB BHAKRA 3] 23.N 76° 
BHAKRA DAM. UPSTREAM ee Z Ole 
UPSTREAM. MarcH 1955. 


ER DAM, ACTUAL SITE OF PERMANENT DAM, LOOKING 


CIA 168206 


INDIA PUNJAB BHAKRA 41 23N 76 27 E 
BHAKRA DAM. LOOKING EAST TOWARD SITE OF LEFT POWERHOUSE AND FOUR PENSTOCK 


TUNNELS. Marcu 1955. . para ee een CIA 168205 
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